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Bureau of the Mint, 


The Superintendent, 



U. S. Mint. 



J anua ny 2 1 - 89 



w 


3 h i 1 ad e lphia, Pa, 


Sir 



Refe"ring to your letter of the 30th ult., relative to the 
c ondition oft he Seyss machines shipped fr on the -mint at San 
Francisco, I have sent a copy of your letter to the Superint endent 
of the mint in that city. 


V e ry 


r es pe c 
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Treasury Department, 

Bureau of the Mint, 
Washington, D.C. 

January 2, 1891. 

The Superintendent, U.S. Mint. 
Philadelphia, Pa. 

Sir: 


Referring to your letter of the 30th ult., relative to the condition of the Seyss machines 
shipped from the mint at San Francisco, I have sent a copy of your letter to the Superintendent of 
the mint in that city. 

Very respectfully, 

E.O. Leech 
Director. 



